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ODP 8] -1027 
6 Auguat 1301 


MEMORANDUM FORs Deputy Director for Administration 


FROM: Bruce T, Johnson 
Director of Data Processing 


SUBJECT: OnP Report for Week Fnding 5 August 19¢1 


Su rt to OF Flee of Personnel 


CAPER/OP (Case Processing and Evaluation beports) Over 


the weekend of 2526 July, a power surge damadued a ¢cireulit 
board on the Microdata minicomputer, bringing down the 


CAPER/OP database. All data has si > ecovered and 
the syatem returned to operation. 


/s/ Bruce T. Johnson 


Bruce T. Johnson 
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